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piece of news over. Later, some men picked her up
by the arms and legs and carried her quite a distance
to a truck. For about an hour, the truck moved over
a bumpy road, and Miss Sasaki, who had become
convinced that she was dulled to pain, discovered
that she was not. The men lifted her out at a relief
station in the section of Inokuchi, where two Army
doctors looked at her. The moment one of them
touched her wound, she fainted. She came to in
to hear them discuss whether or not to cut off her
leg; one said there was gas gangrene in the lips of the
wound and predicted she would die unless they
amputated, and the other said that was too bad,
because they had no equipment with which to do
the job. She fainted again. When she recovered
"consciousness, she was being carried somewhere on a
stretcher. She was put aboard a launch, which went
to the nearby island of Nmosfaima, and she was
taken to a military hospital there. Another doctor
examined her and said that she did not have gas
gangrene, though she did have a fairly ugly compound
fracture. He said quite coldly that he was sorry,
but this was a hospital for operative surgical cases
only, and because she had no gangrene, she would
have to return to Hiroshima that night. But then the
doctor took her temperature, and what he saw on
the thermometer made him decide to let her stay.
That day, August 8th, Father Cieslik went into the
city to look for Mr. Fukai, the Japanese secretary of
the diocese, who had ridden unwillingly out of the
flaming city on Father Kleinsorge's back and then
had run back crazily into it. Father Cieslik started